This publication is based on the facts, tests, and authorities
stated herein. It is Intended for the use of professional personnel
competent to evaluate the significance and limitations of the
reported findings and who will accept responsibility for the
application of the material it contains. Obviously, the Portland
Cement Association disclaims any and all responsibility for ap-
plication of the stated principles or for the accuracy of any of
the sources other than work performed or information devel-
oped by the Association. The research and studies forming the
basis for this report were conducted pursuant to a contract with
the Department of Housing and Urban Development (HUD). The
statements and conclusions contained herein do not necessarily
reflect the views of the U.S. Government in general or HUD in
particular. Neither the United States nor HUD makes any war-
ranty, expressed or implied, or assumes responsibility tor the
accuracy orrompleteness of the information herein.

U.S. DEPARTMENT OF HOUSING AND URBAN DEVELOPMENT
Office of Policy Development and Research

